
Conditions: Disconnect the link marked "M" on the circuit board pins located near the 
left-hand end of board. Connect meter positive lead to the collector of 
AC 132 (pin toward top of board). Connect meter negative lead to other pin 
(chassis). 

Connect 6V. DC supply to receiver, switch "ON" and turn volume control 
to min. position. Do not disconnect speaker. 

Adjust bias potentiometer to obcain a reading of 2.5 mA. at a room 
temperature of 25 C. 

NOTE : Reading will vary with temperature. From this table select the correct 

current and adjust bias to obtain same. 
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